GREEK ARCHITECTURE

tion. The primitive architect who constructed a log cabia
required but few tools. A knife or axe sufficed for his
purpose. But more complicated constructions demanded
a greater variety of implements. The Greek carpenter's
outfit did not differ greatly from that of to-day. He hud
his knives and chisels, his axe, which might be single or
double, and his curved adze (Fig. 1). He had his single

and double ham-
mer, his pick
hammer and his
hammer for ex-
tracting nails.
His saw existed
in several varie-
ties, and was
differently made
according to its
use by one or
more persons. He
had various gim-
lets and augers,
and the time-
honored drill, to
be used with a bow. He used a plane and the file, com-
pa^ses of various kinds, a linear measure, a levelling
implement, a square and angle measure. He marked
his straight lines with a stretched string, smeared with
red or white chalk, and he gauged his perpendiculars by
means of a plumb-line, to which was attached a leaden
weight cast in attractive form. Such implements may
not Jiiave besn adapted for rapid workmanship, but they
every ordinary demand.

FIG. 1.   Curved adze-